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Yorkville 


WEB: www.yorkville.com 


WORLD HEADQUARTERS 


CANADA U.S.A. 

Yorkville Sound Limited Yorkville Sound Inc. SMT Disclaimer 

550 Granite Court 4625 Witmer Industrial Estate Due to the complex nature of the use of SMT installed components 

Pickering, Ontario Niagara Falls, New York in Yorkville equipment, we highly caution all service technicians in 

L1W 3Y8 CANADA 14305, USA attempting to repair or replace SMT factory installed components. 
Many of these components may be glued prior to initial soldering. 

Voice: 905-837-8481 Voice: 716-297-2920 Replacing SMT components requires expensive 

Fax: 905-837-8746 Fax: 716-297-3689 


specialized de-soldering equipment and training. 


Yorkville Sound will repair and replace defective SMT components 
to ensure proper quality assurance and installation is maintained. 


Quality and Innovation Since 1963 


Printed in Canada 
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IMPORTANT SAFETY INSTRUCTIONS 


This lightning flash with arrowhead symbol, within an 

equilateral triangle, is intended to alert the user to the presence of uninsulated “dangerous 
voltage” within the product's enclosure that may be of sufficient magnitude to constitute a risk 
of electric shock to persons. 


Ce symbole d’éclair avec téte de fléche dans un triangle équilatéral est prévu pour alerter l'utilisateur de la 
présence d'un «voltage dangereux» non-isolé a proximité de l'enceinte du produit qui pourrait étre d’ampleur 
suffisante pour présenter un risque de choque électrique. 


# 


SEPARATE 
COLLECTION 
The DO NOT STACK symbol is intended to alert the user that the product shall not be WEEE 
vertically stacked because of the nature of the product. 


A\ 


IEC 60417-5041 


La symbole NE PAS EMPILER est pour alerter l'utilisateur que le produit ne doit pas étre 
CAUTION: HOT SURFACE 


empilé verticalement en raison de la nature du produit. 


FOLLOW ALL INSTRUCTIONS 
Instructions pertaining to a risk of fire, electric shock, or injury to a person 
CAUTION: TO REDUCE THE RISK OF ELECTRIC SHOCK, DO NOT REMOVE COVER (OR BACK). 
NO USER SERVICEABLE PARTS INSIDE. REFER SERVICING TO QUALIFIED SERVICE 
PERSONNEL. THIS DEVICE IS FOR INDOOR USE ONL’ 
INSTALLED BATTERY PACKS SHALL NOT BE EXPOSED TO EXCESSIVE HEAT 
SUCH AS SUNSHINE, FIRE OR THE LIKE. 


Read Instructions: The Owner's Manual should be read and understood before operation of your unit. Please, save these instructions for future 
reference and heed all warnings. 

Cleaning: Clean only with dry cloth. 

Packaging: Keep the box and packaging materials, in case the unit needs to be returned for service. 

Warning: To reduce the risk or fire or electric shock, do not expose this apparatus to rain or moisture. Do not use this apparatus near water! 
Warning: When using electric products, basic precautions should always be followed, including the following: 


Power Sources 

Your unit should be connected to a power source only of the voltage specified in the owners manual or as marked on the unit. This unit has a polarized 
plug. Do not use with an extension cord or receptacle unless the plug can be fully inserted. Precautions should be taken so that the grounding scheme 
on the unit is not defeated. An apparatus with CLASS | construction shall be connected to a Mains socket outlet with a protective earthing connection. 
Where the MAINS plug or an appliance coupler is used as the disconnect device, the disconnect device shall remain readily operable. 


Hazards 

Do not place this product on an unstable cart, stand, tripod, bracket or table. The product may fall, causing serious personal injury and serious 
damage to the product. Use only with cart, stand, tripod, bracket, or table recommended by the manufacturer or sold with the product. Follow the 
manufacturer's instructions when installing the product and use mounting accessories recommended by the manufacturer. Only use 
attachments/accessories specified by the manufacturer. 

Equipment that is suspended overhead must use a secondary safeguard to prevent personal injury in the event the primary mounting mechanism 
fails. Safety eyebolts attached to the equipment and galvanized steel wire can be used together to implement a failsafe mounting thus ensuring the 
safety of the equipment and anyone positioned below the equipment. 

Improper installation can result in bodily injury or death. If you are not qualified to attempt the installation get help from a professional structural rigger. 
Note: Prolonged use of headphones at a high volume may cause health damage to your ears. 

The apparatus should not be exposed to dripping or splashing water; no objects filled with liquids should be placed on the apparatus. 

Terminals marked with the “lightning bolt” are hazardous live; the external wiring connected to these terminals require installation by an instructed 
person or the use of ready made leads or cords. 

Ensure that proper ventilation is provided around the appliance. Do not install near any heat sources such as radiators, heat registers, stoves, or 
other apparatus (including amplifiers) that produce heat. 

No naked flame sources, such as lighted candles, should be placed on the apparatus. 


Power Cord 

Do not defeat the safety purpose of the polarized or grounding-type plug. A polarized plug has two blades with one wider than the other. A grounding type 
plug has two blades and a third grounding prong. The wide blade or the third prong are provided for your safety. If the provided plug does not fit into your 
outlet, consult an electrician for replacement of the obsolete outlet. The AC supply cord should be routed so that it is unlikely that it will be damaged. 
Protect the power cord from being walked on or pinched particularly at plugs. If the AC supply cord is damaged DO NOT OPERATE THE UNIT. To 
completely disconnect this apparatus from the AC Mains, disconnect the power supply cord plug from the AC receptacle. The mains plug of the power 
supply cord shall remain readily operable. 


Unplug this apparatus during lightning storms or when unused for long periods of time. 


Service 

The unit should be serviced only by qualified service personnel. Servicing is required when the apparatus has been damaged in any 
way, such as power-supply cord or plug is damaged, liquid has been spilled or objects have fallen into the apparatus, the apparatus 
has been exposed to rain or moisture, does not operate normally, requires battery pack replacement or has been dropped 
Disconnect power before servicing! 


UTION ¢ AVIS 


RISK OF ELECTRIC SHOCK 
DO NOT OPEN 
RISQUE DE CHOC ELECTRIQUE 
NE PAS OUVRIR 


ATTENTION: SURFACE CHAUDE 


The exclamation point within an equilatereal triangle is intended to alert the user to the presence 
of important operating and maintenance (servicing) instructions in the literature accompanying 
the appliance. 


@ 


DO NOT 
PUSH OR PULL 


Le point d'exclamation a I'intérieur d'un triangle équilatéral est prévu pour alerter l'utilisateur de la présence 
d'instructions importantes dans la littérature accompagnant l'appareil en ce qui concerne I'opération et la 
maintenance de cet appareil. 


CAUTION: OVERHEAD LOAD 
ATTENTION: CHARGE AERIENNE 
NOT TO BE SERVICED 
BY USERS 
SUIVEZ TOUTES LES INSTRUCTIONS 
Instructions relatives au risque de feu, choc électrique, ou blessures aux personnes 
AVIS: AFIN DE REDUIRE LES RISQUE DE CHOC ELECTRIQUE, N’ENLEVEZ PAS LE COUVERT (OU LE PANNEAU 
ARRIERE) NE CONTIENT AUCUNE PIECE REPARABLE PAR L’UTILISATEUR. CONSULTEZ UN TECHNICIEN 
QUALIFIE POUR L’ENTRETIENT CE PRODUIT EST POUR L’USAGE A L’'INTEREUR SEULEMENT. LES PACKS 
BATTERIES INSTALLES NE DOIVENT PAS ETRE EXPOSES A UNE CHALEUR EXCESSIVE TELLE QUE LE 
ENSOLEILLEMENT, LE FEU OU SIMILAIRES. 


Veuillez Lire le Manuel: || contient des informations qui devraient étres comprises avant l'opération de votre appareil. Conservez. Gardez S.V.P. ces 
instructions pour consultations ultérieures et observez tous les avertissements. 


Nettoyage: Nettoyez seulement avec le tissu sec. 
Emballage: Conservez la boite au cas ou l'appareil devait étre retourner pour réparation. 


Avertissement: Pour réduire le risque de feu ou la décharge électrique, n'exposez pas cet appareil a la pluie ou a I'humidité. N'utilisez pas cet appareil 
prés de l'eau! 


Attention: Lors de l'utilisation de produits électrique, assurez-vous d'adhérer a des précautions de bases incluant celle qui suivent: 


Alimentation - Lappareil ne doit étre branché qu’a une source d’alimentation correspondant au voltage spécifié dans le manuel ou tel qu’indiqué 
sur l'appareil. Cet appareil est équipé d'une prise d'alimentation polarisée. Ne pas utiliser cet appareil avec un cordon de raccordement a moins qu'il soit 
possible d'insérer complétement les trois lames. Des précautions doivent étres prises afin d’eviter que le systeme de mise a la terre de l'appareil ne soit 
désengagé. Un appareil construit selon les normes de CLASS | devrait étre raccordé a une prise murale d’alimentation avec connexion intacte de mise a 
la masse. Lorsqu'une prise de branchement ou un coupleur d'appareils est utilisée comme dispositif de débranchement, ce dispositif de débranchement 
devra demeurer pleinement fonctionnel avec raccordement a la masse. 


Risq Ue = Ne pas placer cet appareil sur un chariot, un support, un trépied ou une table instables. L'appareil pourrait tomber et blesser quelqu'un ou subir 
des dommages importants. Utiliser seulement un chariot, un support, un trépied ou une table recommandés par le fabricant ou vendus avec le produit. Suivre 
les instructions du fabricant pour installer l'appareil et utiliser les accessoires recommandés par le fabricant. Utilisez seulement les attachements/accessoires 
indiqués par le fabricant. 

L'équipement suspendu au-dessus de la téte doit utiliser une protection secondaire pour éviter les blessures en cas de deéfaillance du mécanisme 
de montage principal. Les boulons a ceil de sécurité fixés a l'6quipement et le fil d'acier galvanisé peuvent étre utilisés ensemble pour mettre en 
oeuvre un montage a sécurité intégrée, assurant ainsi la sécurité de l'equipement et de toute personne placée sous l'équipement. 

Une installation incorrecte peut entrainer des blessures corporelles ou la mort. Si vous n’étes pas qualifié pour tenter l'installation, demandez l'aide 
d'un gréeur structurel professionnel. 


Remarque : L'utilisation prolongée d'écouteurs a un volume élevé peut nuire a la santé de vos oreilles. 

ll convient de ne pas placer sur l'appareil de sources de flammes nues, telles que des bougies allumées. 

L’appeil ne doit pas étre exposé a des égouttements d'eau ou des éclaboussures et qu’aucun objet rempli de liquide tel que des vases ne doit étre 
placé sur l'appareil. 

Assurez que lappareil est fourni de la propre ventilation. Ne procédez pas a l'installation prés de source de chaleur tels que radiateurs, registre de 
chaleur, fours ou autres appareils (incluant les amplificateurs) qui produisent de la chaleur. 

Les dispositifs marqués d'une symbole “d’éclair” sont des parties dangereuses au toucher et que les cablages extérieurs connectés a ces 
dispositifs de connection extérieure doivent étre effectivés par un opérateur formé ou en utilisant des cordons déja préparés. 


Cordon d’Alimentation - Ne pas enlever le dispositif de sécurité sur la prise polarisée ou Ia prise avec tige de mise a la masse du cordon 
dalimentation. Une prise polarisée dispose de deux lames dont une plus large que l'autre. Une prise avec tige de mise a la masse dispose de deux lames 
en plus d'une troisiéme tige qui connecte a la masse. La lame plus large ou la tige de mise a la masse est prévu pour votre sécurité. La prise murale est 
désuéte si elle n'est pas congue pour accepter ce type de prise avec dispositif de sécurité. Dans ce cas, contactez un électricien pour faire remplacer la 
prise murale. Evitez d’endommager le cordon d’alimentation. Protégez le cordon d’alimentation. Assurez-vous qu'on ne marche pas dessus et qu'on ne le 
pince pas en particulier aux prises. N'UTILISEZ PAS L'APPAREIL si le cordon d'alimentation est endommagé. Pour débrancher complétement cet appareil 
de l'alimentation CA principale, déconnectez le cordon d’alimentation de la prise d’alimentation murale. Le cordon d’alimentation du bloc d’alimentation de 
l'appareil doit demeurer pleinement fonctionnel. 


Débranchez cet appareil durant les orages ou si inutilisé pendant de longues périodes. 


Service - L'appareil ne doit étre entretenu que par un personnel de service qualifié. Une réparation est nécessaire lorsque l'appareil a été endommagé de 
quelque maniére que ce soit, comme le cordon d'alimentation ou la fiche est endommagé, du liquide a été renversé ou des objets sont tombés dans l'appareil, 
l'appareil a été exposé a la pluie ou a I'humidité, ne fonctionne pas normalement , nécessite le remplacement de la batterie ou est tombe. Débranchez 
lalimentation avant entretien! 


IMPORTANT SAFETY INSTR 


The Lightning Flash with arrowhead symbol within an equilateral triangle, is intended to alert the user to the presence of uninsulated 
"dangerous voltage" within the product enclosure that may be of sufficient magnitude to constitute a risk of shock to persons 


The exclamation point within an equilateral triangle is intended to alert the user to the presence of important operating and maintenance 
(servicing) instructions in the literature accompanying the product 


1. Read these instructions. 

2. Keep these instructions. 

3. Heed all warnings. 

4. Follow all instructions. 

5. Do not use this apparatus near water. 

6. Clean only with dry cloth. 

7. Do not block any ventilation openings. Install in accordance with the manufacturer's instructions. 

8. Do not install near any heat sources such as radiators, heat registers, stoves, or other apparatus (including amplifiers) that produce heat. 


9. Do not defeat the safety purpose of the polarized or grounding-type plug. A polarized plug has two blades with one wider than the other. A grounding 
type plug has two blades and a third grounding prong. The wide blade or the third prongs are provided for your safety. If the provided plug does not fit 
into your outlet, consult an electrician for replacement of the obsolete outlet. 


10. Protect the power cord from being walked on or pinched particularly at plugs, convenience receptacles, and the point where they exit from 
the apparatus. 


11. Only use attachments/accessories specified by the manufacturer. 


12. Use only with the cart, stand, tripod, bracket, or table specified by the manufacturer, or sold with the apparatus. When a cart is used, use caution when 
moving the cart/apparatus combination to avoid injury from tip-over. 


13. Unplug this apparatus during lightning storms or when unused for long periods of time. 


14. Refer all servicing to qualified service personnel. Servicing is required when the apparatus has been damaged in any way, such as power-supply 
cord or plug is damaged, liquid has been spilled or objects have fallen into the apparatus, the apparatus has been exposed to rain or moisture, does not 
operate normally, or has been dropped. 

WARNING: 

* To reduce the risk of fire or electric shock, do not expose this apparatus to rain or moisture and objects filled with liquids, such as vases, should not be 
placed on this apparatus. 


* To completely disconnect this apparatus from the ac mains, disconnect the power supply cord plug from the ac receptacle. 
* The mains plug of the power supply cord or appliance coupler shall remain readily accessible. 


CAUTION 
TO PREVENT ELECTRIC SHOCK HAZARD, 


DO NOT CONNECT TO MAINS POWER SUPPLY 
WHILE GRILLE IS REMOVED. 


TION 


Le symbole représentant un éclair avec une fléche a l'intérieur d'un triangle équilatéral est utilisé pour prévenir l'utilisateur de la 
présence d'une tension électrique dangereuse non isolée a l'intérieur de l'appareil. Cette tension est d'un niveau suffisamment 
élevé pour représenter un risque d’électrocution 


Le symbole représentant un point d’exclamation a I'intérieur d'un triangle équilatéral, signale a l'utilisateur la présence d'instructions importantes 
relatives au fonctionnement et a l'entretien de l'appareil dans cette notice d’installation 


1. Lisez ces instructions. 

2. Conservez ces instructions. 

3. Respecter tous les avertissements. 

4. Suivez toutes les instructions. 

5. N'utilisez pas l'appareil prés de l'eau. 

6. Nettoyer uniquement avec chiffon sec. 

7. Ne bloquez pas les ouvertures de ventilation. Installer en suivant les instructions du fabricant. 


8. Ne pas installer prés des sources de chaleur telles que radiateurs, bouches de chaleur, four ou autres appareils (y compris les amplificateurs) 
produisant de la chaleur. 


9. N'annulez pas l'objectif sécuritaire de la fiche polarisée ou de la tige de mise a la terre. Une fiche polarisée posséde deux lames avec une plus large 
que l'autre. Une prise avec mise a la terre posséde deux lames et une troisiéme tige. La lame large ou la troisieme tige sont fournis pour votre sécurité. 
Sila fiche n'entre pas dans votre prise, consultez un électricien pour remplacer la prise obsoléte. 


10. Protéger le cordon d'alimentation des piétinements ou pincements en particulier prés des fiches, des prises de courant et au point de 
sortie de l'appareil 


11. Utilisez uniquement les accessoires spécifiés par le fabricant. 
12. Utiliser uniquement avec un charriot, stand, trépied ou une table spécifiée par le fabricant, ou vendus avec l'appareil. 
13. Débranchez l'appareil durant un orage ou lorsqu'il reste inutilisé pendant de longues périodes de temps. 


14. Confiez toute réparation a un technicien qualifié. Une réparation est nécessaire lorsque l'appareil a été endommagé de quelque fagon que ce soit; 
comme lorsque le cordon d'alimentation ou la fiche est endommagé, lorsque du liquide a été renversé ou des objets sont tombés a I'intérieur, lorsque 
l'appareil a été exposé a la pluie ou I'humidité, ne fonctionne pas normalement, ou est tombé. 


AVERTISSEMENT: 
+ Pour réduire les risques d'incendie ou de choc électrique, ne pas exposer cet appareil a la pluie ou a I'humidité et ne placez pas d’objets contenant 
des liquides, tels que des vases, sur l'appareil. 


+ Pour isoler totalement cet appareil de l'alimentation secteur, débranchez totalement son cordon d'alimentation du réceptacle CA. 
+La prise du cordon d’alimentation ou du prolongateur, si vous en utilisez un comme dispositif de débranchement, doit rester facilement accessible 


AVIS 
POUR PREVENIR LES RISQUES D'ELECTROCUTION, 


NE PAS RACCORDER A L’ALIMENTATION ELECTRIQUE ALORS 
QUE LA GRILLE EST RETIREE. 
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Specifications 


Cabinet Program Power (watts) 
Speaker Configuration - LF (Size / Power) 


Speaker Configuration - HF (Size / Power) 
Frequency Response (Hz +/-3dB) 
Input Channels 

Channel 1 - inputs 

Channel 1 - controls 

Channel 2 - inputs 

Channel 2 - controls 

Channel 3 - inputs 

Channel 3 - controls 

Master Volume Control 

Input Sensitivity (mV) 

Line Out (type / configuration) 
Line Out Sensitivity (Vrms) 

LED Indicators 

Protection 

Headphone Jack 

Dimensions (DWH, inches) 


Dimensions (DWH, cm) 


Weight (Ibs / kg) 


200 
BLOCK10: 10-inch/200W 

BLOCK12: 12-inch/200W 
1-inch/50-watts 

20 - 20k 

4 

2 x 1/4-inch 

Gain, 2 band EQ 

1/4-inch/XLR 

Gain, 3 band EQ 

Stereo 1/4-inch, Stereo 3.5mm 

Gain 

Yes 

250 mV 

Balanced XLR (Pre/Post EQ, Pre Master) 
1 Vrms 

Power, Ch. 1-3 Clip 

Thermal 
Yes 
BLOCK10: 
BLOCK12: 
BLOCK10: 
BLOCK12: 
BLOCK10: 
BLOCK12: 


13.75 x 18.75 x 14 
14.3 x 21.25 x 14.65 
35 x 48 x 36 

36.5 x 54 x 37.5 
28 /12.6 

33.5 / 15.2 


Spécifications 


Puissance Nominale de I'Enceinte (watts) 
Configuration de Haut-Parleur - Graves 
(Dimension / Puissance) 

Configuration de Haut-Parleur - Aigues 
(Dimension / Puissance) 

Réponse en Fréquence (Hz +/-3dB) 
Canaux d'Entrée 

Canal 1 - entrées 

Canal 1 - commandes 

Canal 2 - entrées 

Canal 2 - commandes 

Canal 3 - entrées 

Canal 3 - commandes 

Commande Master Volume 
Sensibilitée d'entrée (mV) 

Sortie Ligne (type / configuration) 
Sortie Ligne - Sensibilitée (Vrms) 
Indicateurs DEL 

Protection 

Prise pour casque 

Dimensions (PLH, pouces) 


Dimensions (PLH, cm) 


Poids (livres / kg) 


200 

BLOCK10: 10-pouces/200W 
BLOCK12: 12-pouces/200W 
1-pouce/50-watts 


20 - 20k 
4 

2 x 1/4-pouce 

Gain, Egalisateur 2 bandes 

1/4-pouce/XLR 

Gain, Egalisateur 2 bandes 

Stéréo 1/4-pouce, Stéréo 1/8-pouce (3.5mm) 
Gain 

Oui 

250 mV 

Symétrique XLR (Pré/Post EQ, Pré Master) 

1 Vrms 

Alimentation, C. 1-3 Clip 

Thermique 
Oui 
BLOCK10: 
BLOCK12: 
BLOCK10: 
BLOCK12: 
BLOCK10: 
BLOCK12: 


13.75 x 18.75 x 14 
14.3 x 21.25 x 14.65 
35 x 48 x 36 

36.5 x 54 x 37.5 
28/12.6 

33.5/15.2 


TYPE: YS1115 


Block Diagram for BLOCK 10 & BLOCK‘12 


DESIGNED & MANUFACTURED BY YORKVILLE SOUND 
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M1539 Parts Reference List 1/25/2016 


REF YS # Description REF YS # Description REF YS # Description REF YS # Description REF YS # Description 

Bi [sr46_(|12V827WWIRELEAD SKSCWT3 BULB cz [20P_50V S%CAP 0805 SMT NFO Raa] W100 2K32 1% 0805 SMTRES R120 | [W125 2k2 5% 0805 SMT RES 
ici |100P_S0V10%CAP 0805 SMTNPO___JD1__| | CDSF4148_75V OATS 1005 SMT JR35__ | |Wi00_2K32_1% 0805 SMT RES [R121] |W125 40K00 0.1% 0805 SMTRES _JU17___ [e857 [NJM7915FA_TO220N15VOREGISV2 | 
[c2____ [5281 __|220N_63V_S%SCAP TER RAD _2FLM pa |__| CDSF4i48 75V0A15 1005 SMT JR36__| [W250 619RO_1% 1206 SMT RES §R122__| W125 10K000.1% 0805 SMT-RES 
[c3___[5281__|220N_63V_SY%CAP T&R RAD _2FLM__[D3__| | CDSF4148_75V0AI5 1005 SMT JR37___| _|Wi25 47R 6% 0805 SMTRES [RI23__| _|W100220R 1% 0603 SMTRES _JW2__2371___|2 CIRWS-HEADER 0.166 ——*Y 
ca__| __|100P S0V10%CAP__0805SMTNPO___|D4___| | CDSF4148_75V0AI5 1005 SMT R38 | |Wi00100R_1% 0805 SMT RES [R125 | _|W125 10K000.1% 0805 SMTRES _JWs [4056 [2 CIRXH-HEADER _0.098IN___—_‘| 
Ic5___[5945 | 100 _63V 20%CAPTERRAD_2EL D5 | | CDSF4i48_75V OATS 1005 SMT JR39__ | |Wi00_2K0 1% 0805 SMTRES [R131] |W100_1KO 1% 0805 SMTRES _Jw4__[4056__|2 CIRXHHEADER _0.098IN_——_—‘| 
Ice___[5256__| 10 63V S%CAPTERRAD 2FLM [D6 | | CDSF4148_75V0AI5 1005 SMT JR42__ | |Wi00_4K90 1% 0805 SMTRES [R132__| _ |W100_1KO_1% 0805 SMTRES _JWS___[2360__|3 CIRPHHEADER 22MM _————iY 
Ic7___|5267___|100U_25V 20%CAP T&R RAD_2EL___Jo07__| | CDSF4148_75V0AI5 1005 SMT JR43___ | _|Wi5562R 1% 1206 SMTRES [R133] |W125100K 5% 0805 SMTRES _JW6___ [2371 [2 CIRWS-HEADER 0.156 ——_—+Y| 
Ica___|5267 ___|100U_25V 20%CAPT&RRAD_2EL___J08__| | CDSF4148_75V OATS 1005 SMT JR44__ | |W400_4K90 1% 0805 SMT RES [RIa4__| W125 100K 5% 0805 SMTRES _JW7__[2a44___|8 CIRXH-HEADERRA _0.098IN__| 
[co___|5212___[100N_63V_5%SCAP T&R RAD _2FLM po | | CDSF4ia8 75V0AI5 1005 SMT JR45___| _ |Wi25_aka2 1% 0805 SMTRES JR135__| W125 10K 5% 0805 SMTRES 
Ic10___[5212___[100N_63V_SYCAP TAR RAD _2FLM__[D10__| | CDSF4148_75V0AT5 1005 SMT JR46_ | |W400_2K0 1% 0805 SMTRES [R136] _|Wi25 10K 5% 0805 SMTRES _JW8___|2344___|8 CIRXHHEADERRA _0.098IN__| 
ic11___[5212___[100N_63V_5%6CAP T&R RAD _2FLM bit |__| CDSF4i48 75V 0AIS 1005 SMT JR47__| _ |W250_4K7_5% 1206 SMTRES_§R137__| W125 681R 1% 0805 SMT RES 
Ic12___|5212___100N_63V_SYCAP T&R RAD _2FLM___fo12__| _JESIH__500V 1A0_D2i4SMT.SMC__JR48__ | _|W250_4K7_6% _1206SMTRES _[R138__| ___|Wi25681R 1% 0805 SMT RES JW11__ [3588 [24 PIN BREAKAWAY LOCK 156 ——*i 
Ic13___[5212___[100N_63V_SYCAP TER RAD _2FLM__J013__| ESN _500V1A0_D2i4SMTSMC__JR49__| |Wi25_1M 5% 0805 SMT RES [R130__| _|Wi25_3K32 1% 0805 SMTRES _JWi2__2s7i__|2 CIRWS-HEADER 0.166 ————iY 
[c14__[5212___100N_63V_SYCAP T&R RAD _2FLM___[HW10__[0007___|S/M6Xi/6x.06ID__ NYLONSPACER _____JR650___| _|Wi25 47KS_1% 0805 SMT RES [R140__| __|W125_3K32 1% 0805 SMTRES _JZ01__| | MMSZ5230B 4V7 OWS SOD123 SMT ZEN _| 
[o15___[5212___[100N_63V_SYSCAP TER RAD _2FLM___|HW11__[9704___ J ICEPOWER SOASX2(BTL) INT.AMP MODULE _JR51___ | _|Wi25_Ka2 1% 0805 SMT RES [R141__| | W100_4K99 1% 0805 SMTRES _JzD2__| | MMSZ5230B 4V7 OWS SOD123 SMTZEN | 
Ic16___[5212___|100N_63V_SYCAP T&R RAD _2FLM___[HW12__[oo2i___ | 47K 3% THERMISTORVISH NTC JR62___| _|Wi25_2K2 6% 0805 SMTRES [R142__| __|Wi256B1R 1% 0805 SMTRES _JZD3__| ______ |MMSz5251B 22V0 OWS SOD123 SMT ZEN _| 
Ic17___[5256___|_1U 63V_S%CAP T&R RAD _2FLM___|HW13 [3596 | S6PIN BREAKAWAY 15GOLD 100 JR53__| _|Wi25_1M 5% 0805 SMTRES [R143__| | W100_4K09 1% 0805 SMTRES _JzD4__| ____|BzT52C10 10V0 OWS SOD123 SMT ZEN | 
[c1s___[5212___100N_63V_5%SCAP T&R RAD _2FLM aWi4 [38104 NYLONCABLE TIE ——=SSSSCS~*diRSA | —_[W00200R 1% 0603 SMTRES JRI44__| ___|Wi25 _3K92 1% 0805 SMT RES = es ees 
Ic19__ [5212 [100N_63V_S%CAP TER RAD _2FLM___ |HW15 [3009 | PATCH 02 22AWG 16.5 XH TWST FANCORD _JR55___ | |Wi00_4K90 1% 0805 SMT RES [R145__| _|10WO_aRO 6% —'BLKRES —«4 —<d| SSS SY 
[c20___|5256___|_1U_63V_5%6CAP T&R RAD _2FLM fHwe9 [8636 [BUTTON 230X465 RND FLAT BLK (3425) [R56 | _|Wi25562R 1% 1206 SMTRES JR146__| _|W400_2KO 1% 0805 SMTRES eS 
[c21__[5212___100N_63V_S%SCAP T&R RAD _2FLM | HW100_[8636 | BUTTON 230X465 RND FLAT BLK (3425) JR67__ | |Wi00_4K90 1% 0805 SMTRES [R147] _|W100_2K0_1% 0805 SMTRES ||| SSCS 
[oz2__[5282___|-10U_16V 20%CAP T&R 5X7MM 2NP__[u1___[3918 1/4" JCK PCB MT HORZ SLIM WISCREW___JR58___ | __|Wi25270R 5% 0805 SMTRES [R148__| __|Wi25 40K000.1% 0805 SMTRES || 
[ozs___[5259___|_4U7 63V 20%CAPT&RRAD 2 fu2___ [918 | V4" JCK PCB MTHORZ SLIM WISCREW__JR59___ | |Wi00_4K90 1% 0805 SMTRES [R149__| _|Wi25 10K 5% 0805 SMTRES | || —SSSSSSS—S—S———————SCY 
[c2a__[5206___| IN 400V_ 5%CAP T&R RAD_2FLM___[u3___ [3018 | V4" JCK PCB MTHORZ SLIM WISCREW___JR60___| _|Wi25662R 1% 1206 SMTRES [R150] |Wi25_5K6_1% 0805 SMTRES ||| SSS 
[c25___[5817___|_15P 100V 2%CAP T&R RAD CER2NPO__fud___ [918 |" JCK PCBMTHORZ SLIM WISCREW___JR61__ | |W400_4K90 1% 0805 SMTRES [R151] _|Wi25 40K 5% 0805 SMTRES_-| || ——SSSSS—S————CY 
[c26___[5206___|_1N 400V_ 5%CAPT&@RRAD_2FLM____[u____ [918 | V4" JCK PCBMTHORZ SLIM WISCREW____JR62___ | _____|Wi25_3K32 1% 0805 SMT RES [R152] |W125_3K02 1% 0805 SMTRES | || SSS iY 
[c27___[5206 | IN 400V_5%CAP T&R RAD_2FLM 63018 __|1/4" JCK PCB MT HORZ SLIM WISCREW ___JR63___| _|Wi25_1M 5% 0805 SMTRES JR153__| _|W400_1KO_1% 0805 SMTRES — I 
[c28___|5212____|100N_63V_SYCAP TER RAD _2FLM [7 |4101__ 3.5 MM PCB STEREO BLK 3P PHONE CONN R64 | _|Wi00_2K0_1% 0805 SMTRES [RI54__| _|W100_1KO_1% 0805 SMTRES_-f | |S ——CiY 
[ozo [5282 |-10U_16V 20%CAP T&R SX7MIM 2NP____[8___[3918 1/4" JCK PCB MTHORZ SLIM WISCREW____JR65___| ___|W250_4K7_6% _1206SMTRES _[R155__| __|W125_3K32 1% 0805 SMT RES a 
[c30___[5206___| IN 400V 5%CAPT&RRAD_2FLM [9 [3922 |XLRFEML PCBMTHORZ THIN SNAP-IN_JR66___| __|W250_4K7_6% _1206SMTRES _[R156__| __|Wi25_3K32 1% 0805 SMTRES | |_| SSS 
Ica1___[5259___|_4U7 63V 20%CAPTERRAD 2 [u10___ [3928 |XLR MALE PCB MT HORZ MTHOLE-V SNAP___JR67___ | __|Wi25 47KS_1% 0805 SMT RES |RI57__| _|Wi00220R 1% 603 SMTRES__- |_| |S SCY 
[c32__[5817___|_15P 100V_2%CAP T&R RAD CER2NPO__ [ut [3918 1/4" JCK PCB MT HORZ SLIM WISCREW____JR68___| _|Wi25270R 5% 0805 SMTRES [RI58__| __|wi00220R 1% 0603 SMTRES_-f |_| —SSSSSS—S—S————SCY 
[c33___[5206___| IN 400V_ 5%CAPT&RRAD_2FLM 1 [8805 | S/0UH COM 22AWG R000 BOBBIN JR69___| |W 3Ka2 1% 0805 SMTRES [RI59__| _|Wi25 3K32 1% 0805 SMTRES | |_| ——SCSY 
[o34___[5206___| IN 400V 5%CAPT&RRAD_2FLM [D1 |o554__ [BLUE _SMMLEDSV920MA_—=———SCSC*dIRZO | _|Wi25 1M 5% 0805 SMT RES [RI60__| _|Wi25_3K32 1% 0805 SMTRES | || —SSSSS—S—S————C— SY 
[c35___[5257___|_2U2 63V 20%CAP TER RAD _2EL _[tD2__[o405___ |RED_SMMLED 2Vi 20MADIFFUSD______JR71__| _|Wi25_2Ka_5% 0805 SMTRES [R161] __|Wi25 40K000.1% 0805 SMTRES J || 
icse___| __|270P_S0V_5%CAP 0805 SMT NPO 03 [6405 |RED_SMMLED 2V1 20MA DIFFUSD___JR72__| _|Wi25662R_1% 1206 SMTRES |RI62__| W125 10K000.1% 0805 SMT-RES eS 
Ics7___| __|100P S0V10%CAP 0805 SMTNPO___Pi___ [4480 | 10K 1B LIN12MMHORST P39 JR73__ | |W400_4K99 1% 0805 SMT RES |R163__| _|W125 10K000.1% 0805 SMTRES_f |_| —SS—S—S—S—S——S 
[c38___[5257 | 2U2 63V 20%CAP T&R RAD _2EL P2____|4479___| 20K 05C RIA 12MMHOR ST__P27___JR74___| [W100 220R 1% 0603 SMTRES |RI64__| ___|Wi25470R 5% 0805 SMT RES a 
Icso__| |100P SOV 10%CAP__0805SMTNPO__|P3___|4478__| 50K 1B LIN12MMHOR ST DET p27 JR75___ | |Wi00_4K90 1% 0805 SMT RES [RI65__| _|Wi25470R 5% 0805 SMTRES_- | || 
[cao | _|100P SOV 10%CAP 0805 SMTNPO____|p4___ [4480] 10K 1B LINI2MMHORST _Pa9___JR76___| _ |Wiz5270R 5% 0805 SMTRES [RI66__| __|W125_3K32 1% 0805 SMTRES | |__| 
Ica1___| __|270P 50V_S%CAP 0805 SMTNPO___|P5___ [4452] 10K SCRIA12MMAPINHORZ P40 JR77___ | _|Wi25 10K 5% 0805 SMTRES [RI67__| __|Wi25_3K32 1% 0805 SMTRES J || 
[caz__ | ____|270P 50V_S%CAP 0805 SMTNPO__|P6___|4478 | 50K 1B LIN12MMHOR ST DET P27 JR7®___ | |Wi00_4K90 1% 0805 SMT RES [RI68__| _|Wi25470R 5% 0805 SMTRES_- | || —SSSSSS—S—S—————SCSY 
[ca3___[5212___|100N_63V SCAPTERRAD 2FLM_[P7___ [4458 | 50K _BLIN 12MM 4PINHORZDTP40____JR79__ | |Wi00_1KO 1% 0805 SMTRES |RI69__| _|Wi25470R 5% 0805 SMTRES_-f || —SSSSSS—S—S————SCY 
cag [5257202 63V 20%CAPT&RRAD 2EL PB 4453 [50K BLINI2MM4PINHORZDT P40 R80 W100 4k99 1% 0805 SMTRES RI76_ [wo 1k0_1% 080s: sMTRES 
icas___| ___|270P_S0V _5%CAP 0805 SMT NPO Po |4480___| 10K 1B LIN12MMHOR ST P30 JR81__| | W100 _4K99 1% 0805 SMTRES _JR177__| _|Wi00_1KO_1% 0805 SMTRES a 
[cas___[5259___|_4U7 63V 20%CAPT&RRAD 2 [P10 [4479 | 20K 05C RIA12MMHOR ST P27 JR82__ | |W400_9K09 1% 0805 SMT RES [R178 __| | W100_2K32 1% 0805 SMTRES J | |S 
[ca7___[5817__|15P 100V 2%CAP T&R RAD CERANPO fat [biz Jy109__-1092 NCHJFETT@R TC JR83___| _|Wa25 _aKa2 1% 0805 SMT RES [R179 __| | W100_2K32 1% 0805 SMTRES = l= 
[cas___[5206___| IN 400V_ 5%CAP T&R RAD_2FLM a2 [5105 |MPSAI3__T092 NPNDARLT&R TA JR84___ | _|W400_4K90 1% 0805 SMT RES [R180__| | W100_2K32 1% 0805 SMTRES |_| |S 
[cas___|5212___|100N_63V SYCAP TER RAD _2FLM___J@3___ [5113 MPSA42__TO92_NPNTRANT&R TA JR85___ | ___|W425 10K000.1% 0805 SMT RES [R181] |W100_2K32 1% 0805 SMTRES J |_| 
[c50___[5212___100N_63V_SYCAP TER RAD _2FLM___Ja4___ [5106 |MPSA63__TO92 PNP DARL BLK TA JR86___ | |W400_1KO 1% 0805 SMTRES [RI84__| __|Wi25_3K32 1% 0805 SMTRES | |_| 
[c51___[5212___100N_63V_SYCAP TER RAD _2FLM__[R1_| __|W1100 20K0_1% 0805 SMTRES __JR87___| _|Wi25 10K 5% 0805 SMTRES [R185__| __|Wi25_3K32 1% 0805 SMTRES | |__| 
[c52___[5212___100N_63V_SYCAP T&R RAD _2FLM___[R2__| W125 10K 5% 0805 SMTRES __JR88___| _ |Wi25 68K 5% 0805 SMTRES [R180__| __|W250100R 5% 1208 SMTRES-f | -+| SSS 
[c53___[5212___[100N_63V_SYSCAP TER RAD _2FLM____[R3___| _]W125 10K 5% 0805 SMTRES __JR89___| _|Wi25 68K 5% 0805 SMTRES [R187] W100 4K09 1% 0805 SMTRES J |_| 
100N_63V 5%CAP T&R RAD _.2FLM R4- fs fwi00475R 1% 0805 SMT RES Roi [| sfW100 4K99 1% 0805 SMTRES [R188 [| ss [W100 4K99 1% 0805 SMT RES Ee ee 
[c55___[5212___|100N_63V_SYCAP TER RAD _2FLM___[R5___| | W100 20K0_1% 0805 SMTRES __JR02__| | Wi00_9K09 1% 0805 SMT RES [R169] | W100_4K09 1% 0805 SMTRES J || 
ic57___—*[5212_[100N_63V 5%CAPT&RRAD .2FLM Re | ss fwi25 1M 5% 0805 SMT RES R93 sf sfW100 4K99 1% 0805 SMTRES [R190 | —————s[W125 33K 5% 0805 SMT RES Ee ee ee 
[c58___[5212__100N_63V_S%CAP T&R RAD _2FLM___[R7__| | W100 2k0_1% 0805 SMTRES __JR04___ | _|Wa25_aKa2 1% 0805 SMTRES [R191] |Wi25 33K _5% 0805 SMTRES_-f || —SSSS—S—S————CY 
[c59___[5212___100N_63V_S%CAP TAR RAD _2FLM___[R&___| | W100 2k0_1% 0805 SMTRES __JR05___| _|Wiz5270R 5% 0805 SMTRES [RI93__| __|Wi25 saK_5% 0805 SMTRES_-f | |S SCY 
[c60___[5212__100N_63V_S%CAP T&R RAD _2FLM___[R9__| W125 10K 5% 0805 SMTRES _JR06__ | |Wi00_4K90 1% 0805 SMTRES [RI94__| _|Wi25 22K 5% _0B05SMTR_——«4iY —*i| Si SY 
Ice1___[5212___100N_63V_S%CAP T&R RAD _2FLM__[R10__| | W100 20K0_1% 0805 SMTRES ___JRO7__ | |Wi00_4K90 1% 0805 SMTRES |R195__| _|W100_1KO_1% 0805 SMTRES +f | -+| SSCS 
[ce2__[5212___100N_63V_SYCAP TER RAD _2FLM___[R11__| | W100_4k99 1% 0805 SMTRES JRO | _|Wi25 10K000.1% 0805 SMT RES [R198__| _|Wi25_aKa2 1% 0805 SMTRES |_| |S 
[ces___[5212___100N_63V_SYCAP TER RAD _2FLM____[R12__| _|W125 10K 5% 0805 SMTRES _JRO9__ | |Wi25 30K 5% 0805 SMTRES [RI99__| __|Wi25 _3K32 1% 0805 SMTRES |_| | ——SSSSSS—S—S————CY 
[cea [5212 [100N_63V_5%SCAP T&R RAD _2FLM RIS |__| Wi25 47K 5% _0805_SMT RES R101 | ___Wi25 10K 5% 0805 SMT RES _[S2___| _ |DPDT PUSH SW PCMT BREAK B4MAKE |__| SSS C—*d 
[ces___[5212___100N_63V_SCAP T&R RAD _2FLM [R18] |Wi25 30K 0.5% 0805 SMTRES __JR102__ | |Wi00_2K0 1% 0805 SMTRES |S3___| __ JDPDT PUSH SW PCMT BREAK Ba MAKE J |_| —SS—SY 
[ces [5631 | 22U_50V20%CAP T&R GX7MM_2EL____ [R19] [W125 30K 0.5% 0805 SMT RES R103 | W125 249R0_1% 0805 SMTRES U1] [33078 DUALOPAMP __SMTSO8 + _|_'|@——SSSS—S—S——CCSC— 
[ce7___[5631___|_-22U 50V20%CAP T&R GX7MM 2EL____ [R20] |W125 00K 5% 0805 SMTRES R105 | |Wiz5270R 5% 0805 SMTRES JU2 | _|33078 DUALOPAMP__SMTSO8 +f |_| 
[ceo |5942___| 303 100DG10%CAP BLK RAD POLYEFLM [R21 | W100 _4k99 1% 0805 SMTRES _JR106__ | |W400_2KO 4% 0805 SMTRES Jus] | 1L072 DUALOPAMP___sMTSO8 | || SSS 
[c70___|5983___| 47 100DC10%CAP BLK RAD POLYEFLM _[R22__| _|Wi25_4M_5% 0805 SMTRES R107 | _|Wi25 10K000.1% 0805 SMT RES [U4 | |MC33079D QUAD OPAMP __sMT'SOIa__f |_| 
Ic71___[5283___|330N_63V S%CAPTERRAD 2FLM [R23 | _|W125_2k2_5% 0805 SMTRES _JR108__| |Wiz5270R 5% 0805 SMTRES [Us | [33078 DUALOPAMP _SMTSO@ +f || 
lo72__[5227 __|_82N 100V 5%CAP T&R RAD_2FLM____[R24__| _|W125_2k2_5% 0805 SMTRES __JR109__| _ |Wi25 332 1% 0805 SMTRES [U6 | _|MC33079D QUAD OPAMP SMT'SOIa__ J | |S 
[o7s___[5222 | -33N 100V 10%CAP T&R RAD_2FLM___[R25__| W125 100K 5% 0805 SMTRES __JR110__ | |Wi00_2K0 1% 0805 SMTRES U7] _|MC33070D QUAD OPAMP __sMT'So14__J |__| _——SS—S—S—S—S—S— 
[c74___[5212___100N_63V_S%SCAP T&R RAD _2FLM R26 | W100 20K5_1% 0805 SMTRES Rit | __W250_4K7_5% __1206SMTRES JUS] [33078 DUALOPAMP__SMT'SOB + | _+4| SSC 
Io75___[5212___|100N_63V_SYCAP T&R RAD _2FLM [R27 | _|Wi25_2k2 6% 0805 SMTRES __JR112__| _|W250_4K7_6% _1206SMTRES uo | [33078 DUAL OPAMP ___SMTSO8 +f |__|] 
[c76___[5212___100N_63V_5%6CAP T&R RAD _.2FLM R28 | ___]W100_2k32_1% 0805 SMT RES Ris | ___Wi25_1M 5% 0805 SMTRES _JU10 | | MC33079D QUAD OPAMP__SMTSOI4__f |__| SSS —C—*d 
lc77___[5212___100N_63V_S%CAP T&R RAD _2FLM___[R29__| | W100 _2ka2_1% 0805 SMTRES ___JR174__| __ |Wi25 47KS_1% 0805 SMTRES fU11__| _|33078 DUALOPAMP _SMTSO8 J |_| 
[o7s___[5212___|100N_63V_S%CAP T&R RAD _2FLM____[R30__| W125 47K5 1% 0805 SMTRES ___JR175__| |W 10K 6% 0805 SMTRES fu12__| _|MC33079D QUAD OPAMP __SMT'SOIa_ J || 
Ic7a__| __|100P S0V10%CAP__0805SMTNPO___|Ra1__ | |W250619R0_1% 1206 SMTRES R176 | _|Wi00475R_1% 0805 SMTRES Ju13__| _|33078 DUALOPAMP__SMTSO8 +f || 
[cso | _|100P s0V 10%CAP 0805 SMTNPO_____[Ra2__| _|W125_4M7_5% 0805 SMTRES R117 | _ |Wi25 240R0_1% 0805 SMTRES fu14__| [33078 DUALOPAMP__SMTSo@ J |__| 
[esi | ___ ]200N 100V 10%CAP 1206 SMTXTR_____JR83__]| ___|Wi25_aki6 1% 0805 SMTRES _RTI@ | __]Wi25 3K32 1% 0805 SMTRES JU1S [e058 [NSL-32SR2_OPTO-COUPLERLDR | | | | 
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CHANGE HISTORY POTENTIOMETERS AND KNOBS 


DATE DESCRIPTION OF CHANGE POTENTIOMETERS AND KNOBS 


11-NOV-2014 FIRST RELEASE FUNCTION POT# 
03-JUN-2015 Cut traces and tack wire in areas indicated in layout. See PC document for details. CH4-GAIN 4480 
16-JUL-2015 PC8807: Move gnd trace update jack footprint GG CH1-GAIN 4479 
08-AUG-2016 PC8941: Replace several resistors to increase gain for bass and acoustic guitars. - ML CH1-BASS 4478 
29-MAR-2021 Replaced Q1 #5113 with #5107. MASTER 4480 
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SPECIAL PRODUCTION NOTES 


1. PCBSA: BEND LD1,LD2 USING THE LED BENDING JIG TO THE CORRECT LENGTH 
AND MOUNT TO PCB WITH #8607 SPACER AS SHOWN INTHE PICTURE. 


2. PCBSA: BREAK THE CONNECTION OF J9 AND J10 


AS SHOWN IN THE PICTURE. 3. RTV ALL ELECTROLYTIC CAPS. 


4. CUT ALL LONG LEADS TO BE 2.5mm IN LENGTH 
OR SHORTER. 


5. ADD A 2-PIN HEADER #3596 TO THE THERMISTOR 
HARNESS ASSEMBLY APPLY GOOP AND MOUNT TO 
ICE_POWER MODULE. SEE BELOW 


BREAK THIS CONNECTION 


THIS SHEET CONTAINS SPECIAL PRODUCTION NOTES AND ALIST OF PCB HARDWARE PARTS REQUIRED FOR THE BUILD. 


PCB HARDWARE 


LED SPACERS 
3/16 NYLON SPACER OD 1/8 X ID .063 


POWER AMP MODULE 


HW14 
3810 


ICEPOWER 50ASX2 
x1 


47K 3% THERMISTOR 


x1 


36PIN BREAKAWAY .15GOLD .100 


x.055 


4" NYLON CABLE TIE 
x1 


PATCH 02 22AWG 16.5 XH TWST FANCORD 


x1 


MISCELLANEOUS 


MAINS VOLTAGE INPUT SETTING (NA<=>CE) 
_SET J UMPER P200 TO 


8014090-L 
FTC-724 4607 


"115V" FOR NA. 
"230V" FOR CE. 
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POTENTIOMETERS AND KNOBS 
11-NOV-2014 FIRST RELEASE FUNCTION POT# |KNOB# 


03-JUN-2015 : Cut traces and tack wire in areas indicated in layout. See PC document for details. 
16-JUL-2015 PC8807: Move gnd trace update jack footprint GG 

08-AUG-2016 PC8941: Replace several resistors to increase gain for bass and acoustic guitars. - ML 
29-MAR-2021 Replaced Q1 #5113 with #5107. 
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BLOCK 10 & BLOCK 12 QuickStart 


8. Ch 2 Tone Controls 

The Bass and Treble, cover the entire 
audio spectrum and can help tailor your 
sound accordingly. 


9. Ch. 3 Input Jacks 

The 44-inch and 1/8-inch stereo jacks 
are optimized for external sources such 
as digital media players, CD players 
and tape decks. 


10. Ch. 3 Gain Control 
The level for channel 3 is adjusted using 
the 3 Gain control. 


11. Ch. 4 Input Jack 
Channel 4’s Line level input has 
been added as an extra channel for 
monitoring purposes, 


12. Ch. 4 Gain Control 
The level is adjusted using the Channel 
4 Gain control. 


1. Power/Status LED 
The power LED displays the status and 
condition of the amplifier. 


2. Input clip LED 
The LED monitors clipping for Channels 1-3. 


3. Ch. 1 Input Jacks 

These inputs are optimized for stereo 
instruments such as keyboards and 
synths but mono sources can be also be 
used (using the left input). 


4. Ch. 1 Gain Control 

Adjusts the level for channel 1, if the 
level is too hot, the Clip LED (next to the 
Power/Status LED) will illuminate. 


5. Ch. 1 Tone Controls 
The Bass and Treble controls cover can 
help tailor your sound accordingly. 


6. Ch. 2 Input Jacks 

A microphone can be connected to using 
the XLR jack and for a Line-Level mono 
audio sources use the %-inch jack. 


7. Ch. 2 Gain Control 
The level for channel 2 is adjusted using 
the Channel 2 Gain control. 


13. Master Control 
The Master Volume controls the output 
level of the Block amplifier. 


14. Headphones 

When the Headphone 14-inch 

TRS (stereo) phone jack is used, it 
disconnects the audio to the speakers so 
you can listen privately. 


15. Balance (Link Pan) 

The Link Pan control adjusts the balance 
of the left/right signals when using the 
Headphones or for left/right balance of 
the Linked Block amps. 


16. Line Out (balanced) 
This XLR jack is used primarily to 
connect directly to mixing consoles. . 


¢ Post-EQ / Pre-EQ Selector 
¢ Ground Lift Switch 


17. Link 
Use a stereo cable to Link two block units 
to create a left and right stereo system. 


Link Pan Control 

Use the Link Pan Control, 
adjusts the balance of the left/ 
right signals for the Block amps 
that are Linked. 


To get the full eats Manual please visit our website at 
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TREBLE 


BASS 


BLOCK 10 & BLOCK 12 Guide De Démarrage Rapide 


1. DEL Power/Status 
La DEL d’alimentation indique |’état et le 
statut de l’amplificateur. 


2. DEL d’Ecrétage 


La DEL surveille 'ecrétage pour les canaux 1-3. 


3. C. 1 Prises D’Entrées 

Ces entrées sont optimisées pour les 
instruments stéréo tels que claviers et synthés 
mais les sources mono peuvent également 
étre utilisée (a l'aide de l'entrée de gauche). 


4. C. 1 Commande De Gain 

Ajuste le niveau du canal 1, si le niveau est trop 
élevé, la DEL Clip (a cété de la DEL Power/Sta- 
tus) s’allume. 

5. C. 1 Commandes 

De Tonalite 

Les commandes de graves et d’aigus vous 
permettent d’ajuster votre son au besoin. 


6. C. 2 Prises D’Entrées 

Un microphone peut étre connecté a la 
prise XLR et pour les sources audio mono 
de niveau ligne utilisez la prise 4 de pouce. 


7. C. 2 Commande de Gain 
Le niveau du canal 2 est réglé a l'aide de la 
commande de Gain du canal 2. 


8. C. 2 Commandes 

De Tonalité 

Les commandes des graves et des aigus, 
couvrent tout le spectre audio et vous 
permettent d’ajuster votre son au besoin. 


9. C. 3 Prises D’Entrées 
Les jacks stéréo % de pouce et 1/8 de pouce 
sont optimisés pour les sources externes 


telles que les lecteurs multimédia numériques, 


lecteurs de CD et magnétophones. 


10. C. 3 Commande 

De Gain 

Le niveau du canal 3 est réglé a l'aide de la 
commande de Gain du canal 3. 


11. C. 4 Prises D’Entrées 

LEntrée niveau ligne du canal 4 a été 
ajoutée comme canal supplémentaire aux 
fins de monitoring, 


12. C. 4 Commande De Gain 
Le niveau est ajusté a l’aide de la 
commande Gain du Canal 4. 


13. Commande Master Volume 
La commande Master Volume contrdle le 
niveau de sortie de l’'amplificateur Block. 


Pour obtenir le manuel de utilisateur visitez notre site Web a | 


Ou, Si vous avez besoin d’une version imprimée ee nous au "905-837-8777 


www.yorkville.com 
Yorkville;JSound 1 . 
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Yorkville 
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14. Casque 

Lorsque la prise 1% de pouce PBM (stéréo) 
pour casque est utilisée, elle déconnecte 
le signal audio aux haut-parleurs, vous 
permettant ainsi d’écouter en privé. 


15. Balance (Link Pan) 

La commande «Link Pan» ajuste la balance 
de gauche/droite des signaux lors de 
Putilisation d’un casque ou de la balance 
gauche/droite des amplis Block qui sont liés. 


16. Sortie Ligne (équilibré) 
Cette prise XLR est principalement utilisée pour 
le raccordement direct aux tables de mixage. 


¢ Sélecteur Post-EQ / Pré-EQ 
¢ Commutateur Ground Lift 


17. Link (Lien) 

Utilisez un cable stéréo pour relier deux 
unités Block pour créer un systeme stéréo 
gauche et droite. 


Commande Link Pan 
Utiliser la commande « Link Pan », 
permet de régler la balance des 
signaux de gauche/droite pour les 
amplis Block qui sont liés. 
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